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UNCLASSIFIED 

PAGE 01 ASUNCI 00866 031650Z 
ACTION COME-OO 


Message Text 


INFO OCT-01 ARA-14 ISO-OO EB-08 CCO-OO PASO-OO /023 W 

105368 031712Z/40 

P 031555Z MAR 78 
FM AMEMBASSY ASUNCION 
TO SECSTATE WASHDC PRIORITY 2424 
INFO AMEMBASSY BUENOS AIRES PRIORITY 


UNCLAS ASUNCION 866 


EO 11652: NA 

TAGS: BEXP, ENRG, PA, AR 

SUBJECT: MAJOR PROJECT - YACYRETA APIPE HYDROELECTRIC PROJECT 


TO: WESTINGHOUSE ELECTRIC CORP 
700 BRADDOCK AVENUE 
EAST PITTSBURGH, PENNSYLVANIA 15112 
TEL 412-256-7000 TELEX 866155 


FOR: M. BIRNBAUM AND/OR 
B.S. STRAIT AT 
ADRDMORE SITE 


DON BURNS AT ALLIS-CHALMERS CALLED AT EMBASSY TODAY TO DISCUSS 
A REPORT THAT COMPANY'S LAWYER GUILLERMO PERONI "COULD NOT BE 
TRUSTED." WE TOLD HIM AND WISH TO CONFIRM TO YOU THAT 
GUILLERMO PERONI HAS AN EXCELLENT REPUTATION AND ACTS AS 
THE LAWYER FOR THE AMERICAN EMBASSY AS WELL AS FOR A NUMBER 
OF IMPORTNA AMERICAN COMPANIES. EMBASSY HAS RECOMMENDED 
HIM IN PAST AND PLANS TO CONTINUE TO RECOMMEND HIM AS AN 
EXCELLENT CONTACT FOR U.S. COMPANIES DOING BUSINESS 
IN PARAGUAY. 


EVERETT ELLIS BRIGGS 
CHARGE D'AFFAIRES, A.I. 
AMERICAN EMBASSY 
UNCLASSIFIED 


UNCLASSIFIED 
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ASUNCION, PARAGUAY 
BRIGGS 


NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: HYDROELECTRIC POWER PLANTS, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 mar 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ASUNCI00866 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780098-0012 
Format: TEL 
From: ASUNCION 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 978/newtext/tl 978031 12/aaaadqyq. tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: d4c3bab9-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3134925 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT - YACYRETA APIPE HYDROELECTRIC PROJECT TO: WESTINGHOUSE ELECTRIC CORP 700 BRADDOCK AVENUE 
TAGS: BEXP, ENRG, PA, AR, YACYRETA APIPE PROJECT 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/d4c3bab9-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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